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giU  Current  Environment 

•  Which  installations  can  accept  more 
mission? 

•  What  are  installation  constraints  today 
and  in  the  future? 

•  Are  our  installations  effectively  utilizing 
resources  and  maximizing  efficiencies 
(land,  airspace,  energy,  water)? 
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What  is  ISR-NI? 

ISR  Natural  Infrastructure  (ISR-NI)  measures 
current  and  future  installation  capability 
Provides  quantitative  AND  spatial  analysis 
through  an  interactive  GIS  Viewer 
Ability  to  perform  ‘what-if  scenarios  to  provide 
visibility  of  mission  impacts  before  they  occur 
Consolidation  of  existing  capability/  capacity  data 
(e.g.,  training  areas,  energy,  water,  airspace)  into 
an  ‘early  warning  system 
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ISR-NI  Focus 
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What  is  ISR-NI? 
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How  are  ISR-NI  Data  Utilized? 

•  At  the  Installation  Level: 

-  Data  can  be  used  to  support  prioritization  of  investments 
for  critical  projects 

-  Capacity  data  can  be  used  to  support  current/future 
missions 

-  Provide  coordinated  response  from  across  multiple 
garrison  activities 

•  At  the  Headquarters  Level: 

-  Identify  Army-wide  installation  capacities  for  realignment 

-  Tracks  progress  made  for  sustainability  initiatives 

-  Identify  areas  for  improvement 

-  Provide  ratings  as  part  of  the  range  evaluation  in  the  G3 
Sustainable  Range  Report 

-  Provide  data  for  IMCP  metrics 
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What  can  ISR-NI  tell  you? 

•  Mission  Impact  to  Training  (Land,  Airspace, 
Frequency) 

-  Restrictions  due  to  T&E  species,  CERCLA, 
wetlands,  noise,  air  quality 

-  External  Encroachment  due  to  sprawl, 
frequency 

-  Camp  Bullis,  Ft.  Belvoir 

•  Crash  Zone  /  Accident  Potential  Zone 
Encroachment  that  go  off  post  (Oceana) 
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What  can  ISR-NI  tell  you? 

•  Macro  level  look  at  Over  utilized  / 
Underutilized  Capacities 

-  Utility  (electrical,  natural  gas,  and  water) 

•  Status  of  actionable  sustainability 
initiatives  and  milestones 
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ISR-NI  Framework 
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ISR-NI  Data  Requirements 

•  ISR-NI  determines  natural  asset  capability  via  Performance 
Measures 

-  ISR-NI  Measures 

•  170  performance  measures  for  Nonvirtual  Organizations 

•  86  performance  measures  for  Virtual  Organizations 

•  Auto-populate  from  existing  feeder  systems  (data  consistency) 

•  Installation  data  within  system  persists  from  year  to  year, 
validate  and  update  each  cycle 

•  Rating  criteria  aligns  with  Army  standards 
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r  l  B  Ri 

w^i  FY11  Training  Areas  and  Ranges  (MSI 01) 

•  Shortfall  of  maneuver  training  land  on 
majority  of  installations  due  to  increase  in 
doctrinal  requirements 

•  25%  of  installations  have  issues  that  can 
significantly  impact  training  in  the  next  5 
years.  Examples  include: 

-  Training  Land  Shortage 

-  Threatened  and  Endangered  Species 

-  Environmental  Issues 

-  Water  Shortage 
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Installation  Status  Report 

FY11  Fenceline  Encroachment  (MSI 02) 

•  41%  of  installations  have  contours  that  go 
off-post 

•  62  installations  have  approximately  2  million 
acres  under  administrative  control  for 
training  if  mitigation  measures  occurred 

•  Future  Encroachment  -  45%  of  installations 
estimated  to  have  significant  population 
growth  outside  the  base  boundary  in  the 
next  five  years 
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